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Message Text 


UNCLASSIFIED 

PAGE 01 ATHENS 01707 281440Z 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

063108 281440Z/46 

PR 281302 

FM AMEMBASSY ATHENS 
TO USDOC WASHDC PRIORITY 
INFO AMEMBASSY BRUSSELS PRIORITY 
SECSTATE WASHDC 4755 

UNCLAS ATHENS 1707 

E.O. 11652N/A 
TAGS BEXP, BENC, GR 

SUBJECT: FOREIGN CALL FOR TENDERS - SPECIAL HANDLING 

I. 484/01/T0098 
2. 022878 

3. R.D. FLACK 

4. 484 GREECE 

5. Q 

6A. SEE 6C 

6C. PUBLIATION (PPC) 

PURCHASING DEPARTMENT 
55 STOURNARI STREET 
ATHENS (102), GREECE 

7. DMKT-121 

8. BID DEADLINE: 071878 
9.204 

9 A. TENDERS SOLICITED BY QUASI-GO VERNMENTAL AGENCY. 

10. 36214XX-XXX- SUPPLY, INSTALLATION AND 
DELIVERY IN OPERATING CONDITION (TURN-KEY) OF TWO 
STEAM LIGNITE-BURNING UNITS OF 300 MEGAWATTS EACH 
(ST. DEMETRIOS I AND II). ESTIMATED VALUE 
$400 MILLION. 

II. PURCHASE FINANCED FROM THE PPC'S BUDGET. 

BID DOCUMENTS ARE AVAILABLE IN ENGLISH FROM 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ATHENS 01707 281440Z 

THE ABOVE ADDRESS AT 6,000 DRACHMAS (ABOUT 
$170), PLUS POSTAGE. 

12. CRITERIA B. 

MILLS 
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UNCLASSIFIED 


NNN 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 feb 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ATHENS01707 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Expiration: 

Film Number: D780091-0978 
Format: TEL 
From: ATHENS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 978/newtext/tl 978021 12/aaaafjzw. tel 

Line Count: 64 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Message ID: 6f549cce-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3459317 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 970820 

Subject: FOREIGN CALL FOR TENDERS - SPECIAL HANDLING 

TAGS: BENC, BEXP, GR, BENC 

To: COM 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/6f549cce-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 
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